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3.125 (a) REPEAT 

FACILniES, GENERAL 

Th>e enclosure Ixiusing 3 collared peccaries had se(veral areas in which the laihe (metal framewor1<) under the 
gunite was exposed erxl twisled with aharp ptiinls. The bgildiag ma-ferial^ were not maintained in goad repair to 
protod the animals from ilniury. 

Failure te maintain houaingi end e^thibit laoililiea in a stiuclurally SDund manner can cause injury Id Itie animals. The 
affecled structures must be repaired or replaced and all 1acllilies should be maintained and kepi strudurally sound to 
protect and contain Ibe animals rwoving lorward, 

Corrected at Ibe time ol irtepecLian. 
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